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iWavePort Indoor Range Extender 

Wide Coverage Antenna 




The Compex iWavePort Indoor Range Extender, WA-HGA-5+ is an indoor antenna 
that extends the wireless coverage when used together with Compex NetPassage 
WP11A+ or Compex iWaWPort 11Mbps PCMCIA LAN card, WL11A+. Its en- 
hanced performance allows transmitting and receiving of up to 11Mbps, with much 
wider coverage than integrated antennas of PC cards, especially when the integrated 
antenna of the PC card or Access Point is concealed or shielded. WA-HGA-5+ 
gives you the freedom to build up your wireless network anyway you want. 



Cost Effective Implementation 

With the 5dBi indoor omni directional an- 
tenna, the iWaiiEPoYt Indoor Range Extender 
extends the coverage of the Netpassage Wire- 
less Access Point WP11A+ and the iWaWort 
WL11A+ by connecting it to the integrated 
antenna of the access point or the wireless 
PCMCIA card. In large applications, the range 
extender antenna cuts down the number of 
required access points translating into lower 
cost. 



H-Plain Field Pattern 




Extended Coverage 

Access Points are often placed in a closet or 
mounted in difficult positions, with the 
antenna obstructed by books or office in- 
frastructure. The iWaveFort Indoor Range 
Extender overcomes all these obstacles by 
being placed in a location more receptive 
to radio signals 

Flexibility 

The iWaiiEPort Indoor Range Extender is 
equipped with a magnetic base so it can 
be easily attached to any metallic surface. 



E-Plain Field Pattem 
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iWavePort Indoor Range Extender 



Features 
and Benefits 



Spec 




1 DATA SHEET 




Feature 


Benefit 


Wider Coverage 


The iWavePort Range Extender allows better 
and wider coverage. 


Flexibility 


Ability to deploy even in the most difficult 
installations. 


Enhanced Performance 


High performance 1 1 Mbit/s data rate 


1 Convenience 


Its magnetic base allows the antenna to be 
mounted on any metallic surface without 
screws. 



Frequency Range 

2.4 ~ 2.5 GHz 

Impedance 

50 ohms nominal 

VSWR 

Less than or equal to 2.0 

Polarization 

Vertical 



Electrical Wave 

yA Dipole Array 

Standard Connector 

MC-Card Connector 

Antenna Cover 

Pol3airethane 

Color 

Black 



Environment Requirements 

Operating temperature: 
-20°C to 60T 
Storage Temperature: 
-30T to 75 "C 

Dimensions 

Height:195.8mm (7.71 inches) 
Width: 13mm (0.51 inches) 



Gain 

5dBi 



RF Cable Length 

0.6 m 



Ordering 
Information 



iWavePort Indoor Range Extender 



WA-HGA-5+ (For US , Europe and Asia) 




Compex Systems Pte Ltd. 135 Joo Send Road, #08-01 PM Industrial Building, Singapore. 
Tel : (65)6286-2086 Fax : (65)6280994 

Compex Inc, USA. 4051 E. La Palma Ave., Anaheim, CA 92807, USA. 
Tel : (714)630-7302 Fax : (714)630-7302 

ReadyLINK Networktechnology GmbH. Albert-Einstein-StraPe, 34/M21, 63322 Rodermark, Germany. 
Tel : 49(6074)98017 Fax : 49(6074)90668 

To learn more about Compex solutions, visit us at http://www.compex.com.sg or www.cpx.com 

Copyright © 2002 Compex Systems. All rights reserved. COMPEX, the COMPEX logo, and ReadyLINK are registered trademarks of COMPEX 
Inc. While every effort is made to ensure the information is accurate, Compex does not accept liability for any errors or mistakes which may arise. 
All specification are subject to change without notice. 
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